BILL NO. S-71-05- O'J 


SPECIAL ORDINANCE NO. S- 


AN ORDINANCE approving contract with G & L 
CORPORATION for demolition and removal of 
No. 3 Boiler at Power Plant. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
INDIANA: 

SECTION 1. That the contract approved April 27, 1971 
between the City of Fort Wayne, by and through its Mayor and the 
Board of Public Works, and G & L CORPORATION, for: 


Contract No. 1495-2, demolition of 
No. 3 Boiler at City Light Power 
Plant, and furnishing all labor, equip- 
ment and materials necessary for removal 
of No. 3 Boiler and related accessories. 


for a total cost of $23,784.80, all as more particularly set 
forth on CITY UTILITIES PURCHASE ORDER NO. 1225, which is by 
reference incorporated herein and made part hereof, is hereby 
in all things ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 






seconded by 


Read the first time in full and on motion by 

and duly adopted, read the second time by title and referred 


to the (Committee on) 




( a - nd to the Cit y- Plan 


rnmminoien f''‘r — (and ^bl ic Hearing - to b e- held a ftci. due legal tiuLice, 


■ Cuancil Ciiamberti, City i-la'ii, i;'OfC Way i T T, Tiid i m i . i 
day u£ — 


TT 


o ' eXoek 





Read the third time in full and on motion by 

seconded by and duly adopted, placed on its passage. 



Passed ( 4 i 0fl ¥ ) by the following vote: 
AYES , NAYS d , 


Adams 

Dunifon 

Fay 

Geake ^ 

Nuckols ^ 

Robinson ^ 

Rousseau 

Steigerwald 
Tipton ty 


Date i~- l! 


ABSTAINED , ABSENT / to -wit: 



Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as _ 

(•gonrng-d^ a p - ^(- €eiieral) (AnncHot ia n) (Special) (A p p go p tiati p rt ) Ordinance -f R e c o lut io n) - No. J’-<^J^ ^' 7 / 



Mayor 


Bill No. S-71-05-07 


REPORT OF THE COMMITTEE ON CITY UTILITIES 

We, your Committee on City Utilities to whom was referred an Ordinance 

approving contract with G & L CORPORATION for demolition and removal of No. 3 

tfniler at Power Plantj 



have had said Ordinance undejr- 

V, 

Council that said Ordinance 


ideration and beg leave to report back to the Common 
■■ V PASS. 


■TACK K. nTTOTFONj Chflirman 


WTT.T.TAM K- OEAKF., Vi cft-Chn irman_ 


THOMAS O- AO AMO 


JOHN TJTTOKOT.S 


HF.RRF.RT G. TIPTON. 


CONCURRED IN 

DAW I C. SONAHOOM, 5tV CLtRf^ 


